TEE. PORT 'AUTHORITY OF NEV YORK & NEW JERSEY 



MEMORANDUM 

4 



To: Mr. Julian Kau, General Manager, 

Planning, Design & Construction, VT&ED 
From: Ennala Ramabhushanam 

Date: March 15, 1990 

Subject: VTC - ALTERATION APPLICATION #V-4495 - FIDUCIARY TRUST - 
2 WTC - 97TH FLOOR ALTERATIONS 

Reference: Review Request dated 3/12/90 

Copy To: M. LoPresti Job Folder 

L. Menno R. Wegel Chrono Folder 



A reviev of the material submitted with the referenced request for 
the subject application has been made. 

It is recommended that approval to proceed vith construction be 
given subject to the submission of the items listed below being revised in 
accordance with the one (1) requirement listed on the attached rider. 

Drawings : 

Specifications: 

REMARKS: 1) Dwgs. A-l dated 2/5/90, E-l, E-2, HVAC-1 , F-1A-97, and 
F-2-97 dated 2/28/90, are recommended for approval. 

2) This memorandum was transmitted to the Facility via OA on 
March 15, 1990. 




Ennala Ramaonushanam, P.E. 
Manager 

Quality Assurance Division 



JPV/dm 
att. 



RIDER 

ALTERATION APPLICATION #U-4495 



ELECTRICAL 

1. Dvg. E-2, Electrical Specifications. Submitted copy of this drawing is \.- 
illegible. Please submit clear copies of Dwg. E-2, so the review will 
be completed. 



031590 



( ) 



TENANT ALTERATION REVIEW REQUEST 



spies 



ROUTING 



tion 



OigiTit-y Assurance 



* Paul Cooper 



In House 

Rick-SorviLlo 



IAS. 



Charlie Semah 



<^irr»n R=tf-ra 



■WT&EDO Construction 



VIN , 



3S£L 



Applicant's Heuao , . 



T.A.A. No. 



Contract No. _ 



Location - >> . uate > / _ 



Date 



Facility 

The world Trade Center 



Owg. No(s). 



Paul Cavanaoh 



Joe Panebianco 



Qperatjons 



B2: 



*TVm Car rel 



Please review attached Application and forward coonfents- to: 

Attached are revised drawings. Please review. 

829 f Leslie L. Clarke | 74/s |. 313-2960 



Ri'j3c Ffrm aogrrent 



Z57_ 



A F1 



MOT CATER THAN 



Contact 



.No. 



Asbestos 



JSTC 



M. LoPresti 
supervisor 



.Trv^nh Mullen 



Z43. 



If im> reply is received by above cUte. your concurrence will be assumed unlets arrangements have beer, 
made for additional time for review. / . . - 



1st- 2nd 3rd 4th 5th 6th 7th 
Submission; LX] [ ] f ] f ] [ ] [ ] T 1 



Construction Cosy $ ^^)00 



Description of Work: 



[ ] General Construction Including : 



[ 1 



Construction Limited To : 



5*1 

DO 
[ i 



Carpentry 
HVAC 
Other 



[ ] Structural 
[ ] Plumbing 



/ 




p4 Electrical 
J^fl Sprinkler 



THE PORT AUTHORITY OF N Y. & NJ. 
QUALITY ASSURANCE 
ENGINEERING K?T. 

WAR 1 4 i 
REVIVED 



NOTED: 
REFERRED TO: 




CC: ■ O.Dia n ehi , L. Clarke, E. Daly, J. Kau, T . QTnnnor , M. LoPresti, A. Preschle 
G. Rossi, a. Wujil , G. Wenger, . Qe//^ 



~ J a Contrac^and Tenant Services Division 



THEP0m"AinH0RIIY(I)^K{R7©[}aJ] . . - % World T,adeS Econom,c Development DepaMment 



One World Trade Cenler 
New York, New Yoik 100^8 



THE PORT AUTHORITY OF N.Y. & N.J. 

mmiim wr, quality assurance oiv. 

TENANTCONSIRUCTlQN REVIEW UNIT 
May 4, 1990 MAY 1 0 J990 

RECEIVED 

NOTED: foC llM^fr? _ 

Mr. J. Stewart REFERRED la 

Fiduciary Trust International 
Two Vorld Trade Center 
New York, NY 10048 



RE: THE VORLD TRADE CENTER - FIDUCIARY TRUST INTERNATIONAL - 

2 VTC, 97TH-FLOOR - VT-1074A-B-97 - CONTRACT VTC-592.047 - 
T.A.A. #4495 - APPROVAL 

Dear Mr. Stewart: 



Attached please find the above-referenced Tenant Alteration Application, 
which has been approved. 

The certifying Architect or Engineer referred to in Rider "C" must contact 
Mr. Paul Cavanagh at (212) 466-3205 for a pre-construction meeting to 
discuss work scheduling and compliance with specific Port Authority 
requirements pertaining to Contract work on the premises. 



Your contractor must notify the following offices at least 72 hours prior 
to actual start of work: 



Office of Mr. Paul Cavanagh, Supv'g. Engr. - VTC Construction Div. 
One World Trade Center, Room 3861 - New York, NY 10048 
Tel: (212) 466-3205 

Office of Mr. August K. Preschle, Manager - WTC Operations Division 
One Vorld Trade Center, 63N - New York, NY 10048 
Attn: Mr. Robert Benacchio - Tel: (212) 466-8519 



Baingaie ln<j u $i(ial Pari- 
Bron>. NY 

Brooklyn Piers Development 
Brooklyn. NY 

lndusi:ial Pail- ai E.ii.'ar>i:ih 
Ek-anem NJ 

Esse. Couniv Hesoi-rce R<co\eiv 
Newark fjj 



HoDa^cn Waicilront Development 
Hooo'-en. NJ 

hunie'S Poini Waie'froni Develoomcnl 
Queens. NY 

I enai ana Communications Ceriie' 
No*arK. 

tic.wMi South Waic Inouslnal Pa'k 
Nt; *ari . NJ 



Teleporl 
Staien Island NY 

Trie World Iraae Center 
New York NY 

Industrial Park at YonKers 
Yonlors. NY 

Writer's dnecl le'ephone 



lode Development Offices 
London. England 
Tokyo. Japan 
Zurich. Switzerland 

The Wo"d Trade Inslilute 
a! Tne Woild Trade Center 



XPORT- 

The Port Authority 
Trading Company 
ai The World 
Trade Cenler 



Fax tt 



THE POKTAUIHORfTY®FTO©M 



Mr. J. Stewart 

Page 2 

May 4, 1990 



Please note that any design changes to the scope of work under this 
Application must be filed vith the Port Authority for review and approval. 
You are also advised that only contract documents approved by this office 
are to be released in the field for construction. 

Sincerely, 



Design and Construction 
Vo'rld Trade and Economic Development 

* (wVatt) 

LC/ss 

cc: R. Benacchio, D. Brignati* (Bons ignore Brignati Ma2zotta) , 

P. Cavanagh*, L. Clarke, J. Coleman* (Civale & Travoto), M. LoPresti, 
L. Henno, A. Preschle, B. Schuchardt* (Bonsignore Brignati & Mazzotta) 



bcc: F. Boyce, T. Cancelliexe* , A. Cella, P. Cooper, E. Daly, J. Davison*, 
K. de Bartolcme*, J. Foye*, P. Marchese, H. Nagel*, E. Rarnabhushanam, 
G. Rossi, M. Singleton*, J. Urinyi, G. Wenger 




